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On August 3, 1983, the following K mart store opened to the 
public in the United States: 


K mart Store #9783 

865 U. S. Highway #25, East 
Middlesboro, KY 40965 
(606) 248-0202 

Central Region 


On August 18, 1983, the following Designer Depot store opened 
to the public in the United States: 


Designer Depot Store #2008 
Maple Village Shopping Center 
217 N. Maple Road 

Ann Arbor, MI 48103 

(313) 769-7141 

Central Region 


The following stores have closed to the public in 


August 3, 1983: K mart Store #7096 
Solana Beach, CA 
Western Region 


August 6, 1983: Kresge Store #582 
Detroit, MI 
Central Region 


August 13, 1983: Kresge Store #171 
Lancaster, OH 
Central Region 


August 20, 1983: Kresge Store #705 
Houston, TX 
Southern Region 





